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Probtew 

Any c^jeration other than OPEN (ie READ, WRrrE, CLOSE) on a file which has 
not been opened, will not display an error message. The internal error 
message vhich would have been displayed is also incorrect. 


Solution 

Tb fix the problem apply the following patches to RUNCX3BOL (1.3b on TRSDOS 
2.J0a only) 

1. At TRSDOS READY key in: 


ParcH 

PATCH 

PATCH 

PATCH 

PATCH 

PATCH 


RDNOQBOL 

RDNOBOL 

RDNGQBOL 

RUNGOBOL 

RDNOQBOL 

RUNGOBOL 


PATCH RUNGOBOL 


A=45CB, F=TD2A3A4B, C=C3je(87j0J0J0 

A=70i38, F=!5000l500000fS00000000, C»fD2A3A4BFD7£lEFE02DA 
A=7012, ¥=00000000000000000000, O2846FE05D22846C3DF45 
A=6E4C, F=7C6D, OA86F 
A?=61F4, F=6E, 0=70 
A=6FA6, 

F=000000000000000000000000,O000E0070000EC00138000700 
A=6FB2, ¥=00000000000000000000, C=09000C00090006000300 


It is recomnended that you put these patches in a DO file and checK the 
print-out very carefully before executing the DO file. If you attempt to 
patch directly from a TRSDOS command line, you have no audit tried to check 
in case of trouble. 

After constructing and applying these patches very carefully , you will 
observe error code 91, if you try to perform an operation on a file vrtiich. 
has not been opened. 



















